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Here, then, are a few of the more unfamiliar factors which
may enter into the scheme of architectural organisation.
They are not new, but they can be regarded in a fresh light,
The task of the architect is to use them scientifically for the
benefit of his conception.

Whatever the function of the building may be, the aim in
planning is the same. It is to produce practical service,
and to create, in the process, order and harmony in the plan.
Nearly every room in a building has its distinct function;
nearly every building in a street has its distinct function too.
In both cases the units must be ordered as parts of the
organic whole,

In the problem of determining the plan there are five
important processes to be distinguished, which may be
tabulated as follows :

(1)  The analysis of the requirements of the * programme,'
and their arrangement in orderly sequence, a process which
may require a regrouping of the elements of any programme
which has not been carefully and logically drafted.

(2) The placing of the plan elements in their proper
position on the site, a process involving study of questions
of convenience, amenity, economy, etc.   This process makes
great demands on the designer, for at this stage the most
important decisions are made, affecting the validity of the
solution (Figs. 8 and 9).

(3)  The arrangement and adjustment of the principal
elements in respect of each other, study of the elements of
circulation, junctions,  subsidiary services  which  depend
upon the main elements, and the general proportioning,
shaping, and * patterning' of all these units considered
from  the  standpoints  of practical  service  and  esthetic
quality.